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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee 


21 July 1978 


NOTE FOR; Mr. George Zacharias 
.  . ATTN; RSS 
Room 2A532, The Pentagon 
Washington, D. C. 20301 


25X1 FROM; 
Room 3505 
CIA Headquarters Building 


George, 
Would you be good enough to see if the attached draft 


response to Army on a DCID 1/7 matter meets with your position 


on ORCON material. 


Attachment 


25X1 
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